VI.     Glossary

A.C.                  Alternating Current

AC                    Assistant Administrator for Conservation

AE5                   Assistant Administrator for Environment and Safety

AFE                   Assistant Administrator for Fossil Energy

ANE                  Assistant Administrator for Nuclear Energy

ANFLOW           Anaerobic Digester Using Fluidized Bed Combustion

ANL                  Argonne National Laboratory

ANS                   Assistant Administrator for National Security

ASEV                 Assistant Administrator for Environment

ASGA                Assistant Administrator for Solar, Geothermal, and Advanced
Energy Systems

BER                   Division of Biomedical and Environmental Research

BCR                  Bituminous Coal Research, Incorporated

BCS                   Division of Buildings and Community Systems

BNL                   Brookhaven National Laboratory

B/O                    Budget Outlays

BTU                   British Thermal Unit

BYU                  Brigham Young University

CEER                Center for Energy and Environment Research

CONRT             Division of Conservation Research and Technology

D.C.                  Direct Current

D&D                  Decontamination and Decommissioning

DOE                  Department of Energy

ECT                   Division of Environmental Control Technology

EHV                   Extra High Voltage

EIA             *       Environmental Impact Assessment

EIS                     Environmental Impact Statement

EPA                   Environmental Protection Agency

EQ                     Equipment

ERDA                Energy Research and Development Administration

FFTF                 Fast Flux Test Facility

FPDL                 Fission Power Development Laboratory

FY                     Fiscal Year

GE                     Division of Geothermal Energy

GC                     Gulf Coast

GLGP                Geothermal Loan Guarantee Program

HFBR                High Flux Beam Reactor

HLW                   High Level Waste

HVDC               High Voltage Direct Current

HWCTR            Heavy Water Components Test Reactor
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